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SCALE IN FEET 


W8x40 

STEEL BEAM CAPS 


W8x40 STEEL BEAM 
POSTS 


TEMPORARY 
SPLIT SETS TO PIN 
STEEL IN PLACE 
(AS NEEDED) 

%’ ALL-THREAD 
STAYS W/ NUTS & 
WASHERS 


LAGGING & CRIBBING NOT 
SHOWN FOR CLARITY 


10"x10"x1/2" 
FOOT PLATE 


2-#8 ROCK ANCHOR 
5' MINIMUM 

EACH COLUMN. SLANT 
AS SHOWN. PROVIDE 
1/2"x6"x6" PLATE W/NUT 



SILL BEAM DETAIL 

0 .25 .5 


SCALE IN FEET 


NOTE: 

ALL STEEL TO BE HOT DIP GALVANIZED AND FACTORY COATED 
WITH CARBOLINE 15 AND TOUCHED UP IN FIELD AS NEEDED. 
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GOLD KING MINE 


ADIT SUPPORT DETAILS 
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